ELLEN  TERRY
by H. J. Byron, which proved to be one o: the few disasters of the Bancroft management of the old Prince of Wales's Theatre Although the author had special instructions to provide Miss Terry with a first-class part, he failed to do so, and Mr. anc Mrs. Bancroft did not feel justified in ask ing her to play a minor role in what turnec out to be an ill-fated production.    On the 6th of May,   1876,   Robertson's comedy " Ours,5' was revived, when Mrs. Bancroft of course, re-assumed her original charactei of Mary Netley.   Ellen Terry filled the par of Blanche   Haye, which was played b> Miss Louisa Moore when the piece waj first produced, and on its first revival b] Miss Fanny Josephs.    To an actress whc had triumphed as Portia, the Impersona tion of such a  part as that  of Blanche Haye was a small matter, and could adc nothing to her reputation.    " Ours " waj the   last   production   at   the   Prince   o Wales's in which Miss Terry took  part Her connection with the little playhouse 88